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TAGS: ASEC 

SUB J : TRANSFORMER HAZARD 

REF: DACCA SAME SUBJECT 

DEPART FOR SY/T FROM TSO 
INFO ADDREESSEES FOR RTC 

1. TRANSFORMER FOR ADL 6200 IR SENSOR OVERHEATS WHEN BATTERIES 
ARE LOW, DURING CHARGING PERIOD, HEATING IS HIGH BUT NOT EXCESSIVE 
DURING NORMAL OPERATION. 220 VOLT PRIMARY WINDING ON PDI 801 
TRANSFORMER ARCED SOMETIME AFTER POWER WAS APPLIED, DESTROYING 
TRANSFORMER, 

THIS COULD HAVE BEEN CAUSED BY SAME PROBLEM. 

2. SECOND SUBJECT. SIMPLE SELF-CONTAINED ALARM WITH ADL 6200 
AND SONALERT. REMOVE STRAP 4 AND 5, PLUS OF SONALERT ON 5, 

MINUS ON GROUND MOUNTING SCREW TOP RIGHT CORNER OF CIRCUIT BOARD, 
THRU SWITCH TO CONTROL AUDIO. 
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